From: Pribeck, Kristen (DPH) 

Sent: Wednesday, January 02, 2008 4:46 PM 

To: Clemmer, Jill (DPH); 'Capps, Elizabeth (DPH)'; Gu, Jane X. (DPH); Hannon, Bruce (DPH); 

Rancourt, Melissa (DPH); Servizio, Paul (DPH); Gillis, John (DPH); Jenner, Jennifer 
(DPH); KaneOl, Peter (DPH); Noddin, Linwood (DPH); Jacobsen, Patricia (DPH); Hunt, 
Thuy (DPH); Keefe, Jacqueline (DPH); Robinson, Latarsha (DPH); Stallings, Sheila (DPH); 
Rubin, Alan (DPH); Alfonso, Felipe (DPH); Bethoney, Jordan (DPH); Katuramu, Patrick 
(DPH); Ogbue, Ngozi (DPH); Poe, Michael (DPH); Tan, Amy (DPH); Salemi, Charles 
(DPH); Corbett, Kate (DPH); Khan, Annie (DPH); Frasca, Daniela (DPH); Gao, Xiu (DPH); 
Glazer, Lisa (DPH); Lawler, Michael (DMH); Medina, Nicole (DPH); O'Brien, Elisabeth 
(DPH); Phillips, Gloria (DPH); Piro, Peter (DPH); Renczkowski, Daniel (DPH); Saunders, 
Della (DPH); Sprague, Shirley (DPH); Tan, Zhi (DPH); Tran, Mai (DPH) 

Cc: Massif, Julianne (DPH); Pribeck, Kristen (DPH) 

Subject: Microwave Retirement - January 4 


Hello All, 

As most of you have heard, Dr. Mary Gilchrist has requested that personal appliances such as microwaves and toasters 
be removed from break rooms. The microwave on the 3rd floor will be retired on Friday, January 4. Microwaves will 
continue to be available to use in the Cafeteria. 

At this time, we would like to extend our thanks to the microwave for its years of dedicated service to the staff within the 
Division of Analytical Chemistry. It served all employees faithfully and tirelessly, and its heating capabilities will be 
missed. If you have any questions, please give me a call at x6212. 

Thanks, 

Kristen 

Kristen Pribeck 

Program Anaiyst 

Division of Anaiyticai Chemistry 

Massachusetts Department of Pubiic Heaith 

305 South street 

Jamaica Piain, MA 02130 

T 617-983-6212 
F 617-983-6662 
.krj.sten,p.ribeck@state,^^^ 
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